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HBMQRAHDIJM TO: Equipment Board Mnfeers 
VBOHi Chairman, Equipment Board 

SOBJKJlt Results o f Poll of Nabors on Procurement of RR-i*8A and 
RR-48B Receivers 
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1« All members toting approved the p r ocu rem ent of 
100 RR-i»£B and 50 RR-48A receivers as proposed in the 
attachment to my measorandua of 8 March. 

2 * has pointed out that the cost of 

labor, parts? and manuals for these receivers will be 
$161.78 rather than the $125.00 indicated in the pol l 
sheet. This cost is arrived at as follows: 

Unit labor cost: $ 73.15 

Unit materials cost: 81.13 

Unit manual cost: 7«50 

$161.78 
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